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CONFIDENTIAL FRANKFURT 5202 

STATE FOR A/SY/T, MOSCOW FOR TSO AND RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: TSO CONSULTATION AND ALARM SYSTEMS 
REF : MOSCOW 10773, MOSCOW 10749D 

1 . OIC/FRANKFURT WILL BE AVAILABLE FOR CONSULTATION DURING 
26-30 JULY OR FROM 9-31 AUGUST. 

2. RTC HAS AVAILABLE THE FOLLOWING EQUIPMENT REGARDING ALARM 
SYSTEMS. AND FIRE/SMOKE DETECTORS. 

A) FIRE LITE MONITORING SYSTEM 

(SAME AS 5-ZONE PDI-801 MONITOR WITH ZONE TRANSMITTERS 
AND BATTERY BACKUP.) 

B) SMOKE AND GAS DETECTORS (MRL MFG.)(1 15 VAC POWER 
WITH NO BATTERY BACKUP.) 

C) NO HEAT SENSORS. LEHMANN 
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